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THE  JOHN  B.  HYNES  VETERANS  MEMORIAL 

CONVENTION  CENTER 
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The  Boston  Globe  called  the  new  Hynes 
itSuperb . . .  one  of  the  best  public  buildings 
ever  built  in  this  city. 99 

The  New  York  Times  described  it  as 


66  A  series  of  truly  splendid  spaces.99 

Progressive  Architecture  commented  that 
kkThe  architects . . .  and  the  Massachusetts 
Convention  Center  Authority  have  shown 
how  a  convention  center  can  actually  heal 
the  urban  fabric  rather  than  shatter  it.99 
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TO  OUR  COLLEAGUES  IN  THE  CONVENTION  BUSINESS: 

The  John  B.  Hynes  Veterans  Memorial  Convention  Center  is  the  cornerstone  of  Boston's  booming  convention 
industry.  The  860,000  square  foot  state-of-the-art  facility  welcomes  every  type  of  event— from  intimate  business 
meetings  for  22  to  dynamic  mega-conventions  for  22,000. 

The  Massachusetts  Convention  Center  Authority  is  dedicated  to  providing  our  patrons  with  the  quality  of 
service  you  would  expect  from  a  fine  hotel. 

We  invite  you  to  experience  the  finest  that  the  hospitality  industry  has  to  offer:  first  class  service  in  a  world 
class  city  at  the  Hynes  Veterans  Memorial  Convention  Center. 


Sincerely, 


Francis  X.  loyce,  Executive  Director 
Massachusetts  Convention  Center  Authority 


The  John  B.  Hynes  Veterans 
Memorial  Convention  Center  has 
been  designed  with  flexibility  and 
convenience  in  mind.  Exhibit  halls, 
meeting  rooms,  pre-function 
areas  and  the  ballroom  have  been 
integrated  into  a  modern  facility 
for  both  large  and  small  users.  The 
Hynes  can  be  utilized  by  one  large 
convention  hosting  22,000,  or  it 
can  accommodate  up  to  seven 
separate  smaller  functions  simul- 
taneously 

Its  five  exhibit  halls,  meeting 
rooms,  ballroom,  registration 
areas  and  pre-function  spaces 
exceed  360,000  square  feet. 

EXHIBIT  HALLS  AND 
BALLROOM 

Five  dedicated  exhibit  halls  total- 
ing 193,000  square  feet  accom- 
modate 1,051  booths.  When 
combined  with  the  2  5,000  square 
foot  ballroom,  1,190  booths  can 
be  accommodated  in  218,000 
square  feet  of  exhibit  space. 

The  ballroom  can  seat  2,200  for 
banquets,  house  1 40  light  exhibit 
booths,  or  be  subdivided  into 
three  ballrooms,  or  large  meeting 
rooms.  The  seating  capacity  when 
used  as  meeting  rooms  ranges 
from  800  to  1,200  in  the  three 
ballrooms. 

The  ballroom,  with  its  domed 
50  foot  ceiling,  is  equipped  with 
state-of-the-art  lighting  and  sound 
equipment. 

MEETING  ROOMS 

There  are  thirty-seven  dedicated 
meeting  rooms  totaling  68,244 
square  feet.  All  are  carpeted  and 
have  tastefully  decorated  walls 
and  suspended  acoustical  ceilings 
averaging  1 6  feet.  In  addition,  the 
auditorium,  ballroom  and  Suite 
300  are  available  for  meeting 
purposes. 


The  combined  square  footage 
of  meeting  space  totals  136,588 
square  feet.  Individual  seating 
capacity  ranges1  from  54  to  5,000. 
All  rooms  have  built-in  sound 
systems  and  accommodations  for 
visual  presentations. 

SUITE  300 

Suite  300  is  an  elegant  VIP.  suite 
overlooking  the  Prudential  Plaza. 
The  suite  is  appointed  in  leather 
and  mahogany  with  a  granite  fire- 
place, giving  it  an  atmosphere  of 
graceful  elegance.  The  suite  in- 
cludes a  large  lounge/conference 
room  with  secure  access,  a  private 
reception  hall,  a  kitchen  and 
restroom  facilities. 


6%The  recent  SHOE  TECH 
Conference  was  our  best 
SHOE  TECH  ever.  It  was 
upbeat  and  it  looked  good. 
One  thing  is  for  sure— 
SHOE  TECH  has  found 
a  new  home  at  The  Hynes. 
From  move-in,  through 
the  show,  and  the  move- 
out,  all  I  heard  was  how 
pleasant  it  was  to  work  with 
the  staff  at  The  Hunes.H 
Susan  Cawthra, 
Director,  Conferences 
and  Expositions, 
Footwear  Industries 
of  America 
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USER  ACCESS 

The  floor  plan  is  designed  with  true 
simplicity  in  mind.  One  that  makes 
circulation  fast  and  easy.  The  two 
entrances  to  The  Hynes  are  within 


^ikJUi 


sight  of  one  another,  making 
orientation  a  simple  matter,  even 
for  first-time  visitors.  The  dramatic 
four-story  rotunda  at  the  Boylston 
Street  entrance  is  connected  to 
the  Prudential  Plaza  through  a  spa- 
cious lobby  area,  allowing  easy 
access  to  the  Back  Bay  on  one  side 
of  the  convention  center,  and  to 
the  enclosed  shopping  galleries  of 
the  Prudential  Plaza  and  Copley 
Place  on  the  other. 

Easy  access  for  pedestrian  and 
vehicular  traffic  has  been  provided. 
Visitors  are  conveniently  trans- 
ported to  and  from  the  site 
through  a  multi-lane  access  area 
separated  from  Boylston  Street  by 
a  traffic  island.  The  entire  complex 
is  designed  to  accommodate 


handicapped  persons. 

There  are  fourteen  loading 
docks  served  by  nine  elevators  to 
accommodate  delivery  of  exhibits 
and  other  equipment.  In  addition, 
there  is  direct  street  access  to  the 
plaza  level  exhibit  halls. 


MULTI-PURPOSE  FACILITIES 

A  multi-purpose  auditorium  with 
a  4,032  person  capacity  accom- 
modates 2,800  seats  on  the  main 
floor  with  a  12  foot  x  24  foot  stage 
and  1,232  in  the  balcony. 

There  are  more  than  145,000 
square  feet  of  pre-function  space, 
with  over  30,000  square  feet 
dedicated  to  registration  use, 
most  with  built-in  registration 
counters.  A  substantial  portion  of 
the  pre-function  space  is  naturally 
lit  by  skylights  and  large  windows 
that  also  provide  a  view  of 
Boston's  Back  Bay  and  Boylston 
Street. 


EXHIBIT  HALL  SERVICES 

Major  emphasis  has  been  placed 
on  the  details  for  exhibit  set-up. 
The  Hynes  has  been  designed  to 
meet  most  power  needs  and 
service  requirements.  Water 
(60-70  lbs.  PSIG),  compressed  air 
(0-100  lbs.  PSIG),  and  electricity 
(120/208  and  277/480  volts)  are 
provided  in  the  exhibit  halls,  with 
utility  boxes  including  phone 
service  at  floor  level  at  30  foot 
intervals.  The  floor  load  capacity  is 
250  pounds  per  square  foot. 
Ceiling  heights  in  the  exhibit  halls 
range  from  14  to  43  feet. 


$%The  Hynes  is  spacious, 
Bright  and  easily 
accessible.  Our  partici- 
pants at  the  BLACK 
ENTERPRISE  FORUM 
appreciated  the 
building's  proximity  to 
the  Back  Bay  hotels. 

In  our  business,  the 
presentation  of  the  food  is 
equally  as  important  as 
the  taste  itself;  our 
banquet  was  perfect— 
The  Hynes  chefs  did  an 
outstanding  job.99 

Evangeline  Costa, 

Manager  of  Business 

Programs, 

Black  Enterprise  Magazine 
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DINING  FACILITIES 

Boston  is  famous  for  its  many 
culinary  delights.  It's  a  reputation 
that's  well-deserved,  as  attested  to 
by  the  variety  of  restaurants.  From 
traditional  New  England  cooking 
to  the  haute  cuisine  of  the  area's 
superb  international  restaurants, 
visitors  to  the  city  always  find  that 
there's  more  than  seafood  cooking 
in  Boston. 

At  Boston's  new  Hynes,  we're 
constantly  striving  to  uphold  that 
reputation  of  fine  dining.  ARA 
Services,  Inc.,  and  The  Hynes' man- 
agement are  dedicated  to  provid- 
ing food  as  outstanding  as  the 
building  in  which  our  guests  enjoy 
it.  A  full-service  main  kitchen, 
staffed  with  some  of  the  best  chefs 
in  Boston,  can  provide  everything 


%$The  service  was  wonderful,  and  the  quality  ofthe 
food  would  rival  any  first  class  restaurants 

Rosemary  Hall,  Coordinator  of  Meeting  Services, 
Mary  Kay  Cosmetics 


kblhe  quality  of  food  and  presentation  was 
exceptional.^ 

Peter  H.  Dorsey,  Manager  of  Work  Station  Marketing,  IBM 

6  tTfie  quality  and  presentation  of  the  food  was 
outstanding.  The  service  was  superb.99 

Margaret  L.  Maczulski, 
Manager/Meeting  and  Conference  Planning, 
American  Society  for  Personnel  Administration 


from  a  coffee  break  to  a  roll-in 
luncheon  to  a  major  banquet. 

The  "behind-the-scenes" 
activities  of  running  a  convention 
center  remain  behind-the-scenes 
at  The  Hynes.  The  majority  of 
meeting  rooms  are  attached  to 
service  corridors  linked  to  the 
kitchen  by  elevators,  so  your 
meeting  will  never  be  interrupted 
by  meal  or  snack  preparation. 

But  superb  food  and  surround- 
ings aren't  complete  without  the 
added  touch  of  professional, 
courteous  service.  Since  our  goal 
at  The  Hynes  is  to  make  every  facet 
of  your  visit  a  pleasurable  one, 
every  member  of  our  staff  is 
committed  to  quality  and 
excellence  in  every  detail. 


i%Onc  of  the  major  contributing  factors  [to  the  success 
of  our  meeting]  was  the  quality  of  the  food  service. 
ARA  delivered  on  everything  it  promised.^ 

John  H.  Strandquist,  Vice  President, 
American  Society  for  Personnel  Administration 


6  t  It  was  truly  the  finest  food  and  beverage  service  we 
have  had  at  any  of  our  national  conferences.^ 

Dian  Wallace,  Meeting  Planning  Supervisor, 
American  Society  for  Personnel  Administration 
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E  DESCRIPTION 

e  Hynes  is  only  three  miles 
rom  Logan  International  Airport 
md  just  two  blocks  from  the 
Massachusetts  Turnpike. 

There  are  over  5,000  first  class 
lotel  rooms  within  a  ten  minute 
'alk  of  The  Hynes,  and  an  addi- 
:ional  7,000  hotel  rooms  are 
available  nearby  in  downtown 
Boston  and  Cambridge. 

For  year-round  convenience 
and  comfort,  enclosed  walkways 
connect  The  Hynes  with  some  of 
Boston's  most  elegant  shopping 
areas. 


LEGEND 

1 .  The  Hynes  Veterans  Convention  Center 

2.  Back  Bay  Hilton 

3.  Sheraton  Boston  Hotel  &  Towers 

4.  Greater  Boston  Convention 
&  Visitors  Bureau 

5.  The  Colonnade 

6.  Boston  Marriott  Hotel,  Copley  Place 

7.  Lenox  Hotel 

8.  Copley  Square  Hotel 

9.  Westin  Hotel,  Copley  Place 

10.  Copley  Plaza  Hotel 

1 1 .  The  Ritz  Carlton 

12.  Four  Seasons  Hotel 

13.  Boston  Park  Plaza  Hotel  &  Towers 

1 4.  "57"  Park  Plaza  Hotel/Howard  Johnson 
1  5.Bostonian  Hotel 

1 6.  Boston  Marriott  Hotel,  Long  Wharf 


17.  The  Tremont  House 

1 8.  Chandler  Inn 

1 9.  Eliot  Hotel 

20.  Guest  Quarters 

2 1 .  Holiday  Inn  Boston 

22.  Howard  Johnson  Hotel  Boston 

23.  The  Lafayette  Hotel 

24.  Hotel  Meridien 

25.  MidTown  Hotel 

26.  The  Parker  House 

27.  Charles  Hotel  at  Harvard  Square 

28.  Howard  Johnson  Hotel  Cambridge 

29.  Hyatt  Regency  Cambridge 

30.  Royal  Sonesta  Hotel 
3  I .  Boston  Harbor  Hotel 

32.  Marriott  Cambridge  Center 
3  3 .  Sheraton  Commander  Hotel 


THE  JOHN  B.  HYNES 
VETERANS  MEMORIAL 
CONVENTION  CENTER 


Telephones:  Area  Code  (617) 


Management  and 

Operations 954-2000 

Customer  Services 

Center 954-2230 

Convention  Center 

Accounting 954-2100 

Executive  Offices 954-2 1 00 

First  Aid 954-2240 

Food  &  Beverage 

Services 954-2284 

Marketing 954-2300 

Public  Affairs 954-2300 

Sales 954-2000 

Security 954-2111 

Boston  Convention 
Complex  Hotels 

Back  Bay  Hilton 236-1100 

Sheraton  Boston  Hotel 

&Towers 236-2000 

The  Colonnade 424-7000 

Boston  Marriott  Hotel, 

Copley  Place 236-5800 

Lenox  Hotel 536-5300 

Copley  Square  Hotel  ....  536-9000 
Westin  Hotel, 

Copley  Place 262-9600 

Copley  Plaza  Hotel 267-5300 

The  Ritz  Carlton 536-5700 

Four  Seasons  Hotel 338-4400 

Boston  Park  Plaza 

Hotel  &  Towers 426-2000 

"57"  Park  Plaza  Hotel/ 

Howard  Johnson 482- 1 800 
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BOYLSTON  STREET  HALL 


COLOR  KEY 

□ 

EXHIBITION 

□ 

MEETING 

EH 

BALLROOM/SUITE  300 

n 

DINING 

CD 

LOADING  AREA 

□ 

SERVICE 

CZ3 

PRE  FUNCTION 

■     i 

SHOW  OFFICES 

tZJ 

ADMINISTRATION 

Capacities  based  on  industry  standards: 
Auditorium— 9'  per  person 
Banquet— 12'  per  person 
Classroom-15'  per  person 

These  capacities  must  be  adjusted  to 
compensate  for  stage  size  and  audio- 
visual requirements. 


LOWER  LEVEL  AND 
SUB-BASEMENT 

The  lower  level  freight  service 
areas  are  equipped  with  14 
loading  bays  and  seven  elevators. 
The  elevator  capacity  ranges  from 
8,000  to  75,000  pounds,  which  can 
accommodate  a  tractor  trailer. 
House  and  food  services  have  a 
separate  designated  area  on  the 
lower  level  to  insure  smooth  and 
prompt  delivery.  Three  elevators 
are  dedicated  to  the  exclusive  use 
of  food  services. 


An  exhibitors'  drop-off  area  for 
hand  carried  items,  entered  via 
Huntington  Avenue,  consists  of 
two  loading  docks,  two  elevators 
and  a  receiving  platform  is  located 
in  the  sub-basement. 


EXHIBITION  HALLS 

Room 

Identification 


Area 


Booths 


Exhibit  Hall  A 
Exhibit  Hall  B 


44,000 
38,000 


229 
221 


TOTAL 

MEETING  ROOMS 

Room 
Identification 


82,000  S.F. 


450 


100 
101 
102 
103 
104 
105 
106 
107 
108 
109 
110 
111 
112 


Length 


80'-4" 
42 '-0" 
58'-8" 
58'-8" 
42;-0" 
28'-8" 
60'-4" 
27'-0" 
27'-0" 
27'-0" 
27'-0" 
27'-0" 
60'-4" 


Width 


40'-4" 
30'-4" 
30'-4" 
30'-4" 
30'-4" 
30'-4" 
30'-4" 
38'-8" 
38'-8" 
38'-8" 
38'-8" 
38'-8" 
57'-0" 


Average 
Ceiling  Height 


14'-6"xl8'-0" 
14'-6"xl8'-0" 


Area 


3,240 
1,275 
1,780 
1,780 
1,275 
870 
1,830 
1,045 
1,045 
1,045 
1,045 
1,045 
3,440 


Ceiling 
Height 


15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 
15'-0" 


360 
133 
238 
238 
133 
98 
234 
120 
120 
120 
120 
120 
382 


Capacity 


Auditorium         Banquet 


300 

110 

170 

170 

110 

70 

160 

90 

90 

90 

90 

90 

280 


TOTAL    13 


20,71 5  S.F. 


2,416 


,820 


Class 

225 
66 

110 

110 
72 
48 

110 
60 
60 
60 
60 
60 

229 

1,270 
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EXHIBITION  HALLS  AND  AUDITORIUM 


Room 
Identification 


Capacity 


Area 


Booths 


Auditorium 


Class 


Average 
Ceiling  Height 


Auditorium 

37,000 

185 

2,800 

2,466 

20'-0"x43'-0" 

Balcony 

— 

— 

1,232 

— 



Exhibit  Hall  C 

36,000 

193 



20'-0"x23'-0" 

Exhibit  Hall  D 

38,000 

222 

— 

— 

20'-0"x43'-0" 

TOTAL  1 1 1 ,000  S.F. 

MEETING  ROOMS 

Room 
Identification  Length 


600 


Width 


Area 


4,032  seats* 


Ceiling 
Height 


2,466 


Capacity 


Auditorium         Banquet 


Class 


200 
201 
202 
203 
204 
205 
206 
207 
208 
209 
210 


65 '-4" 
42'-0" 
58'-8" 
58'-8" 
42'-0" 
28'-8" 
60'-4" 
57'-0" 
57'-0" 
27'-0" 
60'-4" 


TOTAL  11 


3  8'- 10" 

2,560 

18'- 1 1 

285 

210 

171 

30'-4" 

1,275 

18'- 11 

133 

110 

66 

30'-4" 

1,780 

18'- 11 

238 

170 

110 

30'-4" 

1,780 

18'- 11 

238 

170 

110 

30'-0" 

1,275 

18'- 1 1 

133 

110 

66 

30'-4" 

870 

18'- 11 

98 

70 

48 

30'-4" 

1,830 

18'- 11 

203 

160 

110 

38'-8" 

2,205 

18'- 11 

245 

180 

147 

38'-8" 

2,205 

18'- 11 

245 

180 

147 

38'-8" 

1,045 

18'- 11 

120 

90 

60 

57'-0" 

3,440 

18'- 1 1 

382 

280 

229 

20,265  S.F. 


2,320 


1,730 


1,264 


*Provides  allowance  for  12'  x  24'  stage. 
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MEETING  ROOMS 

SUITE  300-A  Large  Lounge/Conference  Room  with  secure  access,  private  Reception  Hall,  Kitchen  &  Restroom  Facilities.' 


Room 
Identification 


Length 


Width 


Area 


Ceiling 
Height 


Capacity 


Auditorium         Banquet 


Class 


300* 
301 
303 
305 

302 
304 
306 


28'-8" 
28'-8" 
>8'-8" 

60'-8" 
60'-8" 
60'-8" 


27'-0" 

27'-0" 

7'-0" 


64'-6" 
60'-0" 
43'-0" 


3,400 
775 
775 
775 

3,913 
3,640 
2,609 


20'-6" 
15'-0" 
15'-0" 
15'-0" 


86 
86 


14' 
14' 
14' 


•0"-21'-8" 
-0"-21'-8" 
•0"-2 1  '-8" 


450 
410 
247 


60 
60 
60 

320 
300 
210 


54 
54 


260 
233 
173 


TOTAL  3 


Ideal  for  mini-ballroom 


10,162 


307 

28'-8" 

17'-0" 

490 

308 

28'-8" 

28'-8" 

822 

309 

37'-0" 

57'-0" 

2,110 

310 

4  5 '-4" 

47'-0" 

2,130 

311 

72'-0" 

47'-0" 

3,385 

312 

70'-4" 

57'-0" 

4,010 

313 

60'-4" 

30'-4" 

1,830 

5'-0" 
8'- 11" 

8'- 11" 
8'- 11" 
8'- 11" 
8'- 11" 


1,107 

54 
91 
234 
240 
376 
445 
203 


830 

40 
60 
170 
170 
280 
330 
160 


666 

32 
60 
140 
142 
225 
267 
114 


TOTAL    14  30,664  S.F. 

Boylston  Street  Hall  accommodates  2,000  people  for  receptions. 


3,008 


BALLROOMS 

Room 
Identification 


Length 


Width 


Area 


Ceiling 
Height 


2,220 


Capacity 


1, 


Auditorium 


Banquet 


Class 


Ballroom  A 
Ballroom  B 
Ballroom  C 


1 1 8'-0" 
1 1 8'-0" 
118'-0" 


59'-0" 
90'-0" 
59'-0" 


6,962 

10,620 
6,962 


23'-l"-50'-0" 
23'-l"-59'-0" 
23'-l"-50'-0" 


773 
,180 
773 


620 
930 
620 


464 
708 
464 


TOTAL 


24,544  S.F. 


2,726 


2,170 


1.636 
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The  Ford  Motor  Co.  presented  a  spectacular  display  of  new  model  automobiles  in 
the  Veterans  Memorial  Auditorium.  The  multi-purpose  auditorium  can  seat  5,000 
people  for  meetings  or  can  accommodate  185  exhibit  booths. 


Ron  Brown,  Chairman.  Democratic  National  Committee,  was  the  featured  speaker  at  the 
Annual  Awards  Dinner  Of  The  National  Association  For  The  Advancement  Of 
Colored  People.  (NAACP). 


Boston's  new  Hynes  was 
designed  around  one  word: 
flexibility.  Instead  of  the  traditional 
approach  to  convention  center 
design,  The  Hynes  represents  a 
new  philosophy  one  which  ac- 
knowledges the  need  for  different 
spaces  without  compromising  the 
aesthetics.  Its  stunning  architec- 
ture combines  both  form  and 
function  in  a  "series  of  truly 
splendid  spaces." 

The  result  is  a  building  that  is 
perfect  for  any  sized  meeting- 
large  or  small.  With  over  360,000 
square  feet  of  exhibit,  meeting, 
pre-function  and  reception  space 
and  37  dedicated  meeting  rooms 
The  Hynes  has  the  capability  to 


6 6 Boston's  hospitality 
community  redefines 
the  word  'hospitality . 
My  entire  convention 
was  negotiated  and 
booked  in  a  total  of  four 
working  days  largely 
due  to  their  enthusiasm 
and  professionalism.^ 
Paul  Rossi,  Director, 
Convention  Meeting 
Services/ Facility 
Management,  American 
Bankers  Association 

6 iThe  Hynes  is  one  of  the 
most  unique  convention 
centers  in  America,  and 
it  is  quite  probably  one 
of  the  most  functional.. . 
conference  managers 
will  fall  in  love  with 
your  meeting  rooms 
when  they  see  them.H 
John  Riddle,  Director  of 
Development,  International 
Association  of  Corporate 
Real  Estate  Executives 


fulfill  the  needs  of  a  conference  of 
2,  or  22,000. 

From  the  elegance  of  Suite  300 
—richly  appointed  in  mahogany 
and  fine  leather-to  the  Grand 
Ballroom  it's  easy  to  see  what 
moved  The  Boston  Globe  to  call 
the  new  Hynes  "Superb... one  of 
the  best  public  buildings  ever 
built  in  this  city",  The  NewYork 
Times  to  describe  it  as  "A  series 
of  truly  splendid  spaces"  and 
Progressive  Architecture  to  com- 
ment mat  "The  architects . . .  and 
the  Massachusetts  Convention 
Center  Authority,  have  shown 
how  a  convention  center  can 
actually  heal  the  urban  fabric 
rather  than  shatter  it" 


.    * . 

%\\  ; 

- 

"Hi! 
Ji 

flHFl 

SIGGRAPH  '89  is  one  of  the  largest 
conventions  held  to  date,  with  more  than 
27,000  attendees  and  over  1,200 
computer  graphic  exhibits.  The  Hynes 
operations  staff  received  high  praise  for 
their  efficiency  in  handling  more  than  1.5 
million  pounds  of  freight. 


Models  from  the  Viva  International 
Model  Agency  present  a  luncheon 
Fashion  Show  at  the  "Business  to 
Business"  Exposition.  The  highly 
acclaimed  business  event  is  produced 
annually  by  the  Greater  Boston  Chamber 
of  Commerce. 


Donald  Trump  addresses  the  69th  Annual  Meeting  &  Exposition  of  the  American 
Society  of  Association  Executives,  (ASAE).  The  ASAE  membership  of  over  18,000 
individuals  represents  more  than  8,200  national,  state  and  local  associations. 


kVXhanks  to  The  Hynes  staff,  the  Yankee 

Dental  Congress  was  an  unqualified  success... 
it  was  a  dream  come  true. 99 

Michelle  Whitehead, 

Director  of  Meeting  Planning  &  Member  Services, 

Massachusetts  Dental  Society 

%%The  new  Hynes  Convention  Center  was 

definitely  a  major  factor  in  our  decision  to  return 
to  Boston. M 

R.  William  Taylor,  President, 

American  Society  of  Association  Executives 
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CONVENTIONS 


Flexibility  and  convenience  have  been  designed  into 
The  Hynes.  The  Hynes  can  host  one  large  convention 
of  1,051  booths  and  hold  all  the  necessary  meetings, 
seminars,  receptions  and  banquets  within  the 
building.  The  Hynes  can  also  host  up  to  seven 
separate  functions  simultaneously  Among  the  many 
possible  usage  options,  three  are  described  below 
and  illustrated  to  the  right.  The  Hynes  management 
will,  of  course,  custom  design  a  room  and  space 
configuration  that  suits  your  group's  individual  needs. 

Option  A.  One  convention  using  the  entire  building 
has  156,000  square  feet  of  exhibition  space  for  865 
booths.  The  multi-purpose  auditorium  has  seating  for 
5,000  or  space  for  158  booths.  The  ballroom  has 
24,544  square  feet  with  a  banquet  seating  capacity  of 
2,200.  And  there  are  38  meeting  rooms  with  a  total  of 
71,644  square  feet. 

Option  B.  When  The  Hynes  is  being  used  by  three 
conventions,  Convention  I  has  the  entire  third  floor 
with  exhibition  space  for  140  booths  in  the  Ballroom 
and  14  meeting  rooms  totaling  30,664  square  feet. 
Convention  II  has  the  entire  second  floor,  with  111,000 
square  feet  of  exhibition  space  for  600  booths  and 
11  meeting  rooms  totaling  20,265  square  feet.  And 
Convention  III  uses  the  entire  Plaza  Level,  with  its 
82,000  square  feet  of  exhibition  space  for  450  booths 
and  13  meeting  rooms  totaling  20,715  square  feet. 

Delegates  for  each  convention  can  reach  their  own 
areas  without  passing  through  another  convention. 

Option  C  Under  this  plan,  seven  conventions 
use  The  Hynes  simultaneously.  Convention  I  has 
13  meeting  rooms  plus  Suite  300  on  the  third  floor. 
Convention  II  has  the  24,544  square  foot  Ballroom. 
On  the  second  level,  Convention  III  has  Exhibition 
Hall  C  with  36,000  square  feet  for  193  booths  and 
11  meeting  rooms  totaling  20,265  square  feet. 
Convention  IV  utilizes  the  multi-purpose  auditorium, 
which  can  seat  5,000  people  or  house  185  booths. 
Convention  V,  also  on  the  second  level,  has  Exhibit 
Hall  D  with  38,000  square  feet  for  222  booths.  This 
hall  has  direct  access  from  the  Sheraton  Boston  Hotel 
&  Towers.  Convention  VI  has  all  13  meeting  rooms  on 
the  Plaza  Level  with  a  total  of  20,715  square  feet.  And 
Convention  VII  has  all  the  exhibition  space  on  the 
plaza  level  with  its  82,000  square  feet  for  450  booths. 

Option  C  is  designed  so  that  delegates  for  all 
seven  conventions  can  reach  their  areas  without 
having  to  pass  through  another  convention. 


THIRD  LEVEL 


PLAZA  LEVEL 


^ 


LOWER  LEVEL 


MULTI-USE  DIAGRAM 

OPTION  A 


□  CIRCULATION 


□  CONVENTION  I 

-EXHIBITION        865  BOOTHS 
1  56,000  SO.  FT. 

-AUDITORIUM       5,000  SEATS 


-BALLROOM       3  ROOMS 

24,544  SQ.  FT. 

-MEETING         38  R0OMS 

7 1 ,644  SQ.  FT. 
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THIRD  LEVEL 
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SECOND  LEVEL 


PLAZA  LEVEL 


LOWER  LEVEL 


LOWER  LEVEL 


MULTI-USE  DIAGRAM 


□  CIRCULATION 

□  CONVENTION  I 
-BALLROOM 

EXHIBITION 

-MEETING 


OPTION  B 


1 40  BOOTHS 
24,544  SQ.  FT. 

1 4  ROOMS 
30,644  SQ.  FT. 


□  CONVENTION  II 
-EXHIBITION 

-MEETING 

□  CONVENTION  III 
-EXHIBITION 

-MEETING 


600  BOOTHS 
11 1,000  SQ.FT. 

11  ROOMS 
20,265  SQ.  FT. 

450  BOOTHS 
82,000  SQ.  FT. 

13  ROOMS 
20,715  SQ.  FT. 


MULTI-USE  DIAGRAM 

OPTION  C 


CH  CIRCULATION 

□  CONVENTION  I 
-MEETING 

H  CONVENTION  II 
-BALLROOM 


14  ROOMS 
30,664  SQ.  FT. 

24,544  SQ.FT. 


□  CONVENTION  III 
-EXHIBITION 

-MEETING 

□  CONVENTION  IV 
-AUDITORIUM 


193  BOOTHS 
36.000  SQ.  FT. 

11  ROOMS 
20.265  SQ.  FT. 

5,000  SEATS 


□  CONVENTION  V 
-EXHIBITION  222  BOOTHS 

38,000  SQ.FT. 

□  CONVENTION  VI 
-MEETING  13  ROOMS 

20,7 1  5  SQ.  FT. 

□  CONVENTION  VII 
-EXHIBITION  450  BOOTHS 

82,000  SQ.FT. 
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The  Hynes  is  situated  in  one  of  the 
world's  most  desirable  convention 
cities.  A  city  to  be  enjoyed  on  foot. 
Within  easy  walking  distance  of 
The  Hynes  alone  there  are  more 
than  5,000  deluxe  hotel  rooms, 
the  Boston  Symphony  Orchestra 
and  the  Boston  Pops,  Broadway- 
bound  shows,  the  historic 
Freedom  Trail,  the  finest  seafood 
and  international  cuisine,  and  a 
multitude  of  cultural  and  recrea- 
tional activities.  There's  more  to 
see  in  a  day's  walk  through 
Boston  than  in  a  week's  driving  in 
other  cities.  So  when  planning 
your  group's  next  meeting  or 
convention,  think  of  Boston  and 
The  Hynes. 


pd 
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Boston's  famous  Swan 
Boats  in  the  Public 
Garden,  the  perfect 
spot  to  wile  away  an 
afternoon. 


As  part  of  a  familiarization  tour, 
some  of  the  meeting  planners 
from  the  Minority  Business 
Forum  view  the  Boston  skyline. 


The  Dorchester 
Heights  Monument 
where  Gen.  Washing- 
ton forced  back  the 
King's  soldiers  during 
the  Revolution. 
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Thousands  celebrate  the  Fourth  of  July  on  the 


pen  air  concert  in  the  United  States. 


The  44-gun  frigate  the 
U.S.S.  Constitution, 
"Old  Ironsides,"  first 
launched  in  1797,  was 
undefeated  in  24  sea 
battles. 


la 


Annual  Chinese 
Festival  in  Boston's 
Chinatown. 
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The  famous  golden- 
domed  State  House 
shines  proudly  atop 
Beacon  Hill. 
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The  worli 

Hall  Marketplace,  with 
more  than  1 00  stores, 
entertainment  facilities 
and  restaurants,  is  one  of 
the  most  popular  visitor 
attractions  in  Boston. 
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The  Hynes  Veterans  Convention  Center 

Logan  Airport 

Museum  of  Science 

The  U.S.S.  Constitution 

Boston  Garden 

Old  North  Church 

Faneuil  Hall  Quincy  Market 
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New  England  Aquarium 

1 5   lohn  Hancock  Tower 

Boston  Tea  Party  Site 

1 6   Copley  Place 

State  House 

1 7    Prudential  Center 

Boston  Common 

Boston  Public  Garden 

Theatre  District 

Hatch  Memorial  Shell  .Esplanade 


Institute  of  Contemporary  Art 
Christian  Science  Center 
Symphony  Hall 
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j/ CONVENTION  CENTER  AUTHORITY 
Boston  900  Boylston  Street  (617)  954-2000 •  Washington,  D.C  1  522  K.  St.,  N.W.  (202)  898-0909 


